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The Agent is Wrong! 


The Jan. 18 op-ed article hy l»'li 1 
agent Francis X. O'Neill Jr makes 
numerous fulso alulomciil.s about the 
assassination of President Kennedy, 
and raises questions about O’Neill’s 
own role in the subsequent cover-up 
of the facts. 

O’Neill says that the Warren Re- 
port reaffirmed the FIJI’S investiga 
: tion of the murder. This is false, as 
. ' , O'Neill is fully aware. O’Neill neglect- 
, . ed to mention in his article that alter 
, he attended the autopsy of President 
Kennedy, he wroto u report in collab- 
! qrution with FBI agent James W. Si- 
hert (hat stands m sharp conn ado* 

. t|on with the Warren Commission's 
version of the president’s wounds. * 
Siberl end O’Neill stated that n bill 
let struck the president below the 
shoulder blade, five inches below the 
collar line, and only penetrated the 
back two or three inches The two 
. agents reported Inal the depth of the 
wound was so shallow that Dr James 
Humes, the autopsy surgeon, could 
feel the end of the bullet’s penetration 
with his finger. O’Neill’s report of the 
shallow back wound was reported in 
the Dec. II), 1083 edition of both the 
New York Times and the Washington 
Post. The Warren report however, 
says that the bullet entered five 
inches higher on the back of the presi- 


dent’s neck, and that the bullet passed 
all the way through the body and went 
on to cause all of John Coqimlly’s 
non-falal wounds as well, 

O’Neill asserts that Secret Service 
agents Iloy Kellerman and William - 
Greor agree with Lhe official version 
about the shots and the wounds. 11c 
neglected to mention that both men, 
also in attendance during the autopsy, 
testified before the Warren Commis- 
sion that the back wound was five 
indies below the collar line and pene- 
trilled only a few inches. O’Neill also 
neglected to mention that both agents 
testified lhal Liu* final Iwo shots find 

QU WdM'Ji were go- close together that i. 
"fliey were right on lop\of each other 
According to tiie FBI’s tests of tlie al- 
leged murder weapon, it took a mini- 
mum of 2.3 seconds to work Hie holt 
and jerk the trigger without aiming. 

Finally, O’Neill is correct when he 
says that the statements of the eye- 
witnesses immediately after the shout- 
ing is the beat evidence. Me is wrung, 
however, in saying lhal it shows the 
official scenario to be. true. On the 
contrary, it shows that President Ken 
nedy was murdered hy cross fire, 
with shots from the front as well as 
from behind. 

Over two-thirds of the witnesses 


questioned by the FBI and the Warren 
Commission about the direction ol the 
Shots said there were shots from the 
president's right front, from behind 
the stockade fence on the grassy 
knoll. Forty-two witnesses told the 
Warren Commission, either through 
testimony or sworn deposition, that 
shots came from the front. O'Neill 
also failed to mention that the doctors 
who examined the president’s body 
right after the assassination told Lhe 
press that he \vas struck hy Lwo bul- 
lets, both from the front m# he faced < 
his afisailanUs). They Lold us one hui-v 
let struck him in front uf the tin oat,] 

. iUv? ‘ temple, f 

Tne throat wound was reported as a> 
wound of entrance by the New York. 
Times in six different reports after* 
the assassination, while the wound in 
the head was reported as an entrance 
wound in the right templp through 
Dec. 18, 1083. 

The irreconcilable contradictions in 
the government’s own facts developed 
over the years about this crime show 
that the need for the truth about the 
Kennedy assassination is as great 
today as it was on the q/ternoon of 
Nov. 22,1963. 
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